DALLAS POST CARD CO., DALLAS, TEXAS 


The New Mercantile Bank Building, located 
at Main, Ervay and Commerce Streets in the 
heart of Dallas' business activity . . . directly 
in the path of the direction in which down¬ 
town Dallas is developing. It is one of the 
most modern and largest buildings west of 
the Mississippi River. Thirty stories high and 
fully air-conditioned. 
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